K.557-IMMACULATE   CONCEPTION  CHURCH 
ALBUQUERQUE,  N.  M. 
This  modern  Catholic  Church  is  located  down- 
town at  Sixth  and  Copper  Streets.    In   1959,  the 
old  building  was  torn  down  and  this  new  edifice 
was  erected  to  serve  the  large  parish  of  the  city. 
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